USDA 



Urited States Department of Agricuttnire 
Animal and Plani Haalfti Inspaclipn 


71517[)fi3e0»6 Inspjd 


Inspection Report 


Genesis Zoologtcal Center Inc 
Pc Bck 1&23! 

Polk Clly, FL 

She- 001 

GENESIS ^OOLOGCf^i CENTER INC 

Tyije' ROUTINE INSPECTION 
Dale- Jar*-O?-20ilS 


Cuslomer ID' 3234 
Ceftrficale- SS-C-04'93 


3.131 W 
SAMITATIOM, 

There were several live large fire ant mountte along the Inont walkway and barrier fer»ce to the right of Ihe entrance. 
The qpoggym ig housed go ifiig skte. A gate and gflegtive pnjgram fgf the cpnirgi pi ingeclg, eclopairagiteg, and avian 
and mammalian pa^ts shall ba establlsbad and maintained. 
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An exil bri&ting was conducj^ wilh lha Prosklenl. 
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